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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 178318 
ORIGIN XMB-04 

INFO OCT-01 EUR-12 ISO-00 EB-08 COME-00 /025 R 


XMB 


DRAFTED BY XMB: L M LAROCHE:CR 
APPROVED BY EB/IFD/ODF:MVCREEKMORE 
XMB: C NORRIS 
EUR/SE: R EWING 

007657 291933Z/44 

PR291914ZJUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY ANKARA PRIORITY 
INFO AMCONSUL ISTANBUL 

UNCLAS STATE 178318 

E.O. 11652: N/A 

TAGS: EFIN, TU 

SUBJECT: EXIM PC 3961 - KARAKAYA HYDROELECTRIC PROJECT 
REEERENCE: ANKARA 5545 

1. EYI INFORMED OF CONTENTS RETEL, WESTINGHOUSE SAID 
THEY AND ACEC TAKING ALL POSSIBLE STEPS (VIA REASSURANCE 
TO DSI FROM POSSIBLE CONSORTIUM PARTNERS OF TECHNICAL 
BACKING TO ACECAVESTINGHOUSE WITH RESPECT TO TURBINE 
CAPABILITY) TO QUALIFY THEIR CONSORTIUM. SHOULD KNOW 
SOON. BID DOCUMENTS ISSUED TO QUALIEIERS, NONE TO ACEC/ 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 178318 

WESTINGHOUSE. BIDS DUE 7 OCT. THEY HAVE SOME DEGREE 
OF OPTIMISM THAT THEY WILL GET THEIR CONSORTIUM QUALIFIED. 
WHEN THEY BID A JOB, THEY HONESTLY THINK THEY HAVE SHOT 
AT IT. ENDFYI. 

2. NO ACTION REQUESTED AT THIS TIME, PENDING FURTHER 
DEFINITIVE WORD EROM WESTINGHOUSE. EXIM WILL KEEP EMBASSY 
INFORMED. VANCE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LOANS, BUSINESS FIRMS, HYDROELECTRIC POWER PLANTS, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 29-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE178318 

Document Source: CORE 

Document Unique ID: 00 

Drafter: L M LAROCHE:CR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770272-1223 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977073/aaaaacly.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 32ce5b65-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN XMB 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 ANKARA 5545 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1779964 
Secure: OPEN 
Status: NATIVE 

Subject: EXIM PC 3961 - KARAKAYA HYDROELECTRIC PROJECT 
TAGS: ENRG, TU, WESTINGHOUSE, XMB 
To: ANKARA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/32ce5b65-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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